SERVO STABILIZERS 


We are the leading manufacturers of Servo Voltage stabilizers in Hyderabad, Vijayawada and 
supplies our servo voltage stabilizer in Telangana and Andhra Pradesh. With over 20 years of 
experience in power solutions, we have an extensive range of quality Servo voltage stabilizers in 
Air cooled and Oil cooled from Single phase to Three phase with capacities 1KVA - 2000KVA. 
We are very strong in using latest technology for our products such as Digital and Micro 
Controlled technology with its products range as Micro Controlled Servo stabilizers from Single 
phase to Three phase, Air Cooled Micro Controlled Servo Stabilizer, Micro Controlled Outdoor 
Oil Type Cooled Servo Stabilizer. 

These Servo stabilizers are used for protecting the machineries like CNC, Printing machines, 
Packaging machines and Textile Machines, and also used in industries like Spinning and 


Garments. Generally higher rating servo stabilizers are used for large machineries. 


http://deltekpowerlines.co.in/servo-stabilizers 


